PREFACE TO THE THIRD  EDITION
THE third edition of " Milk: Production and Control" follows on the
general lines of its predecessors. Opportunity has been taken to bring the
text up to date, and to make such alterations and amendments as experience
and improved or new methods demand.
The recent important changes in legislation dealing with milk have
been included in this edition, being accorded the prominence which then-
peculiar significance merits.
The years which lie ahead will most certainly play an important part
in shaping the future of the milk industry in this country. It is hoped that
the third edition of " Milk : Production and Control " will therefore appear
at an opportune moment, and that the information supplied will continue
to serve a useful purpose.
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